Assessment of Civil Penalty) are authentic copies
of the original citations and orders.

4a.  Copies of all documents offered and received
by the parties as part of the hearing record in
these proceedings are authentic copies of the
original documents.

5.  The assessment of a civil penalty in this
proceeding will not affect the operator's ability
to continue in business.

6.  The computer printout reflecting the operator's
history of violations is an authentic copy and may
be admitted as a business record of the Mine Safety
and Health Administration.

7.  The appropriateness of the penalty, if any, to
the size of the coal operator's business should be
determined based on the fact that the Homer City
Mine has an annual production of 1,043,911 tons
and Helen Mining Company has an annual production
of 13,414,096 tons.

8.  The operator demonstrated a good faith effort

to comply following issuance of citation No. 2111715,
Order No. 2111718 and Order No. 2111720 by taking
immediate action to correct the cited conditions.

PENN 83-2QQ-R,  Citation No. 2111715

1.  A guard was not securely in place over the lower
portion of the fan blades on the drive motor of a
conveyor belt while the belt was being operated, in
violation of 30 CFR 75.1722 (c) , on May 25, 1983, at
the 6 East crossover belt drive of the Homer City
Mine.

2.  The operator demonstrated ordinary negligence
in failing to detect and correct the condition
described in Citation No. 2111715.

3.  If an injury were to occur as a result of the
violation described in Citation No. 2111715, it
would be a serious injury.

PENN 83-201-R, Order No. 2111715

1.  A nonpermissible switch box, which is the
subject of Order No. 2111718, was located in the
working place, inby the last open crosscut, No, 8
to No. 9 room, 040 Section on June 1, 1983.
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